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| Renewable Nut | | re ; 
In the Yost the back jaw threads do not wear out. All the ar 


wear comes on a malleable tron threaded nut which fits into 
the back jaw. When worn, this nut is removed and replaced by 
another—at trifling cost. The user buys a new nut—not a 
new Vise. 


Crucible Steel Jaws 


The jaw facings are, of crucible steel, welded, deeply corru- 
gated for gripping power, hardened and drawn ip oil, You 
can’t hammer them loose! 


? 


These are furnished with every Yost Utility Vise. They 
‘hold pipe from % inch up to 2 inches. When not needed 
they gus lift out. 


Swivel Base Plate 


This protects the work bench when the Yost is being used 
as a swivel base vise. ‘The Yost can be operated continuously 
in one place without wearing ruts in the wood. 


Renewable Pipe Jaws 


Steel Beam, Screw and Handle 


The best of steel too, for strength and durability. The 
Yost is a heavy, sturdy vise with every ounce placed 
where it will do oe most good. 


Packed in Attractive 
Individual Cartons 


These make a good display on counter or shelves or in show 
case. No wrapping to do—just hand over the strong and 
neat package and collect the price. 


Size Carton Width Jaw Jaws Open Holds Pipe Weight 


- No. ’ Inches Inches Inches Inches . Pounds 
- 343 4x6x12 3 3% % to 1% 14 
34344 4x6x12 3% 4 Y%to ly% 18 
344 Packed Loose 4 5% 4 to 2 29 
WHEREVER THERE’S A WORK BENCH 
Manufactured by 


Yost Manufacturing Company 


Meadville, Penna., U. S. A. | 
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